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TIGER MISSING LINK, INC. Customer ID: 7538 

TIGER CREEK WILDLIFE REFUGE Certifleate: 74-0041 8 

Site: 001 

17544 FM 14 
TYLER, TX 75706 

Inspection 

Type: ROUTINE INSPECTION 
Date: APR-20-2005 



The last routine inspection was conducted on 08/24/04. This routine inspection and exit review were conducted with 

USDA VMO, Earnest Johnson. 

inventory: au-tigers, iri-ieoparas, ;i-cougars ana 4-iidnsr^^^^^^^^^ 


NO NON-COMPLIANT ITEM (S) IDENTIFIED THIS INSPECTION. 


Note: It was discussed during the exit review that the six pens housing large cats need resting perches. It was noted and 
explained to me that new SS resting perches were being constructed. To be completed in the next four weeks. 





